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(b) (3) 
(b) (6) 


TO: 


COMPANY: 


FACSIMILE TRANSMITTAL SHEET 


FROM: 

Sharon Levy 


DATE: 


September 1, 2004 


FAX NUMBER: 


PHONE NUMBER: 


RE: 


TOTAL NO. OF PAGES INCLUDING COVER: 

16 


SE NPBKS, DIRECT NUMBE R: 


F AX NUMBER: 


URGENT 0 FOR REVIEW O PLEASE COMMENT 0 PLEASE REPLY 0 PLEASE RECYCLE 


NOTES/COMMENTS: 


Thanks for your patience. Attached please find the following; 

• Electronic Funds Transfer Information Sheet 

• Completed Reps and Certs (note that no response was provided for K-l 7, as it should be 
inapplicable for the products we’re providing). 

• Update to K-12, regarding 52.223-13 (Certification of Toxic Chemical Release Reporting) 
Please let me know if you have any questions. 

Regards, 

Sharon 


THIS TRANSMISSION MAY BE PRIVILEGED .AND MAY CONTAIN CONFIDENTIAL INFORMATION INTENDED ONLY FOR THE 
PERSON p) NAMED ABOVE. ANY OTHER DISTRIBUTION, RE-TRANSMISSION, COPYING OR DISCLOSURE IS STRICTLY PROHIBITED, 
IF YOU HAVE RECEIVED THE TRANSMISSION IN ERROR PLEASE NOTIFY ME IMMEDIATELY BY TELEPHONE OR FACSIMILE, AND 
RETURN THIS BY U.S. MAIL 
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I 

ELECTRONIC FUNDS TRANSFER (EFT) 

INFORMATION 

, t 

NOTH; ALL PAYMENTS ARE MADE VIA ELECTRONIC FUNDS TRANSFER (EFT) . 
FAILURE TO PROVIDE EFT INFORMATION MAY RESULT IN SEVERE DELAYS IN 
INVOICE PAYMENT. 

I 

NAME OF THE FINANCIAL INSTmJTION TO RECEIVE PAYMENT PQR YOUR 
COMPANY: 

feu Bfljrvfc 

COMPLETE ADDRESS JOF THE FINANCIAL INamUTIQN! 

, *1. 

Moft-VAahm'i \te_n.A^, 

gala AU« r 


' * 

FINANCIAL INSTITUTIONS NINE-DIGIT ASA ROUTING NUMBER: 

► * 



TYPE OF ACCOUNT at THE FINANCIAL INSTITUTION: 
CHECKING SAVINGS 


NAME, TITLE AND TELEPHONE NUMBER OF COMPANY CONTRACT PERSON: 

UtnA A Airings 

Cjroll^/CAlUcrRcnns .SpedAllsf — 

• LSe3D,kM"Si3tf1 1 
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K4. S1JSM 


Solicitation Provisions Incorporated byRtferenee. 199S) 


solicitation provision nay be aooeued dectrtmiadly « thi&^beee adtoeateT Al “ ,tbeMI, “ t of » 

bttp^/mvwAmetgov/tcr/ 

http^Avw^-fe.npr.gov/Referoaeei/RfrfereiicaaJitBU 


K-2. 52,203-11 

K-3. 52.222*21 
K4.S2J04-3 

(a) Definitions. 


Certification and Disclosure Regarding Payments 
To influence Certain federal Transactions. 

Prohibition of aegrqpted facilities, 

Taxpayer Identification 


APR 1991 
FEB 1999 
OCT 1998 


S«~"-=^~=sr 

&^aaai ^-sasg<> t 

TIN rosy be Bihar a Social Security Number or an Employer Identification Number. 
i( 6050M ' tefrnx&W regulations issued by the n^.^tbTreSg contract 

£SSr—«^ 

(omoTOi may be uaed by the Govern mow to collect sod report on any delinquent amounts *iaina out 
^ Tdattonshlp with fce Government (31 U.S.C. 7?01(cX3)), J mbject 

to J^ff^?A l TM 10rtillg requirements described in FAR 4.904, the UN provided hewuader may be 
metohed with IRS records to verify tb© accuracy of the offocort TIN. 
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(d) Taxpayer Identification Number (TIN). 


^4jTN:[ 

[ ] TIN baa been Applied fbr. 

[] TIN is not required because; 

( ] Q ffhr nr Is a nonresident alien, foreign corporation, or foreign partnership that does not have in come 
effectively connected with the eonduet of s trade or business in the United States end does not have an 
office or place of business or a fiscal paying agent in the United States] 

[] Offeror is an agency or ji^gumentality of a foreign government 

[ ] Offeror is an agency or instrumentality of the Federal Government. 

(e) Type of organization. 

[ ) Sola proprietorship; 

[ j Paitnmhip; 

[ ] Corporate entity (not tax-exempt); 

^Corporate entity (tax-exempt); 

"T ] Government entity (Federal, State, or local); 

[ ] Foreign government; 

[ ] International organisation per 26 CFR 1,6049-4; 

[] Other 


(f) Common parent 

^^Oflhror is not owned or controlled by a common parent aa defined in paragraph (a) of this provision. 
[ ] Name and TIN of common parent 


Name 

TIN 


K-l 52-209-5 Certification Regarding Debarment, Suspension, 

Proposed Debarment, and Other Responsibility Matters MAR 1996 

(a)(l ) The Offeror certifies, to the host of its knowledge and belief that • 

0) The Offeror and/or any of its Principals - 

(A) Are (] are not Nfirweady debarred, suspended, proposed Sir debarment, or 
declared ineligible for the award of contracts by any Federal agency; 

(B) Kave ( ] have not b£ within a three-year period preceding tills offer, been convicted 

of or had a civil judgment rendered against than fbr oommisaaa of found or a criminal 
offense in with obtaining) attempting to obtain, or performing a public 

(Federal, state, or local) contract or subcontract; violation of Federal or state antitrust 
statutes relating to the submission of offers; or commission of emhcsglement, theft, 
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(Q Are [. ] are not Kjnreaenfiy indirted fiw, or otherwise criminally or civilly charged 
by a g ovOTmmtaLenSfr with, commission of any of tea oflsnsee suanented in 
subdivision (a)(l)(i)(B) of Hue provision. 

(ii) The Offoror hsB [ ] has wttfajn a three-year period preceding ihiB 

offir, had one or wore eoatreefc laminated for deftult by any Federal agency , 

(2) H Pi i n rip ela. H for the purposes of this eertifleatioB, means officers; directors; owners; partners; 
and) persons having primary management or supervisory responsibilities within a business entity 
(e.g. t g ener al manager, plant manager, bead Of a subsidiay, division, or business segment, and 
similar positions). 

This Certification Concerns a Matter Within the Jurisdiction of an Agency of the United 
fltutea and the Making of a False, FietitiouSi or Fraudulent Certi fic a tion May Render the 
Maker SUbjeM to Proseoutifin Under Section 1001, Title IS, United States Code, 

(b) The Offeror shall provide immediate written notice to die Contacting Officer i£ at any time prior to 
emtraet award, the Oflbrot learns that its certification was erroneous when submitted or has beoome 
erroneous by mason of changed ojroumiitances. 

(o) A certification that any of the items in paragraph (a) of this provision exists will not necessarily result 
in withholding of an award under this solicitation, However, the certification will bo considered in 
eomcotlop with a determination of the Offerer's responsibility. Failure of the Offtror to fimdsb a 
certification or provide such additional information as requested by the Contracting Officer may render the 
Oflbtor nonresponsible. 

(d) Nothing contained in tee foregoing shall be construed w require csta bHifom att of a system of records in 
order to render, in good filth, the certification required by paragraph (a) of this provision. The knowledge 
and info r m* ** 1 ” 1 of an Offeror is not required to exoe n d teat which is normally possessed by a prudent; 
person in tee ordinary course ofbusineas dealings. 

(e) The certification in paragraph (a) of this prevision is a material representation of Dust upon which 
reliance was pieced When melting award. If it is later determined that the Ofibrer knowingly rendered an 
erroneous certification, in addttirm to other remedies available to tee Gove rnm e n t, tee Contacting Officer 
may terminate tee contact resulting from this solicitation for deflate, 

K-ti 52J15-6 Place of Performance (OCT 87) 


(a) The Offeror or respondent, in tee performance of my contract resulting from tele solicitation, 

inta&d* N^ doea not tawad to use one or mor© plants or feoilitiee lowted at a dttfeqit addrtff 
fromtee address"5fffifc offeror or respondent *s indicated in tela proposal or response to request for 
information. 

(To) if tee Offeror « respondent checks “intends in paragraph (a) of this provision, it shall insert In tee 
following spaces tee required information: 


NAME AND ADDRESS OF OWNER 
AMD OPERATOR 07 THE PLANT 
OR FACILITY IP OTHER THAN 
OFFEROR OR RESPONDENT 


PIACS OF PERFORMANCE 
(STREET ADDRESS CITY 
PTATB, COUNTY JU? CODS) 
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K*7 52.215-11 Pries RaduotSon for Defective Cost 

or Pricing Data— Modification OCT 1997 

(a) Has clau se shall become operative only for any modification to this contract involving a pricing 
adjustment expected to exceed the threshold for submission of cost or pricing data at PAR 15,403^, 
except that this clause does not apply to any modification if on exception under FAR 15.403-1 applies. 

(b) If any price, mchidiBg profit at fee, negotiated fat eoanectian with any and fflesfloa under this clause, 
or any cost reimbursable under this contract, was increased by any significant amount because (1) foe 
Contractor or a subcontractor famished cost or pricing data that wen not complete, accurate, and current 
as certified in its Certificate of Currant Cost or Pricing Data, (2) a subcontractor or prospective 
subcontractor famished file Contractor cost or pricing data font ware not complete, accurate, and current as 
certified in foe Contractor's Certificate of Current Cost or Pricing Data, or (3) any of these parties 
famished data of any description that were not accurate, tba price or coat shall be reduood accordingly and 

the contract shall be modified to reflect foe reduction. This right to a price reduction is limited to that 
resulting from defects in data relating to modifications for which this clause becomes operative under 
paragraph (a) of this clausc.(c) Any reduction in the contrast price under paragraph (b) of this clause due to 
defective from ft prospective subcontractor that was not subsequently awarded the subcontract shall be 
limited to the amo unt, plus applicable overhead sod profit markup, by which— 

(1) The actual subcontract; or 

(2) The actual cost to foe Contractor, if there was no subcontract, was less foan foe prospective 
subcontract eost estimate submitted by foe Contractor; provided, that the actual aubecatraet price 
was nor itself affected by defective cost or pricing data. 

(d)(1) H the Contracting Officer determines under paragraph (b) of this olauae that a price or cost reduction 
be made, the Contractor agrees not to raise foe following matters as a defense: 

(i) The Contractor or subcontractor was a sole source supplier or otherwise was in a 
superior bargaining position and thus the price of fa* contract would not have been 
modified even if accurate, complete, and currant cost or pricing data had been submitted. 

(ii) The Contracting Officer should have known that foe cost or pricing data in issue 
ware defective even though foe Contractor or subcontractor took no a ffi rm a tive action to 
bring foe character of foe data to foe attention of foe Contracting Officer. 

(ill) The contrast was based on an agreement about the total cost of the oafitrati tod there 
was no agreement about the cost of each itan procured under the contract. 

(iv) The Contractor or subcontractor did set submit a Certificate of Current Cost or 
Pricing Data. 

(2)(i) Except as prohibited by subdivision (d)(2)(ii) of this clause, an offline in aq amount 
determined appropriate by foe Contracting Officer baaed upon foe fees aboil be allowed against 
foe amount of a contract price reduction i£~ 


axnount requested; and 


(A) The Contractor certifies to foe Contracting Officer foot, to foe best of tire 
Contractor's knowledge and belief the Contractor is entitled to the offset in foe 
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(B) The Contractor proves that the cost or pricing data were svoiloble before the 
"ns of' dots specified an its Certificate of Currctu Cost or Pricing Data, and that 
the data were not submitted before such date, 


u) Aa offiet shall not be allowed if» 

LA) Hie understated date who known by the Contractor to be undsatsted 
b afore the "as of date specified cm its Certificate of Current Con or Pricing 
Datajor 


(B) The Govemawnt proves the* dm flete demonstrate foot the contract price 
would not have increased in ihe ,TT ' niUT| ’ to t* offlet even if the av&ilsblc dots 
had been submitted before toe "as of date specified on its Certificate of Current 
Cost or Pricing Data, 


m if my reduction in the octract price under this dauie reduces the price of items tewbieb payment wm made 
prior to the date of the mo {flatten reflecting the price reduction, me Contractor shall bo lisble to and shall pay the 
United States at the time s ch overpayment la repaid- 


(l)Sitni o intermt on the amount of such ov«payxnanttobeaaiputedftomi3ie(3at6(s) of 
overeoy Mt to the Commetor to ihe date theGovenmwsd Is r^add by the Contractor at the 
applied) 5 underpayment rate effective ibr each quarter prescribed by the Secretary of foe 
Treasury Under 26 U.S.C. 6*21(a)(2)i and 


(2) A pa alty equal co the amount of the overpayment, If the Contractor or subcontractor 
knowing y submitted coat or pricing data that were incomplete, inaccurate, or noncunent, 

K-8. S2JIM9 Votiflcation of Ownership Changes OCT 191 


(a) The Contrast: shall make the following notifications In writing; 

(l)Whe the Contractor becomes aware that a change in ita ownership has ocouned, «■ "*** 
to occur foot could result in ohanges in the valuation of Its capitalised assets mthe acaumtag 
records, ic Contractor shall notify the Administrative Contracting Officer (ACO) within 30 days. 


a) The I ammeter shall also notify Ihe ACO within 30 days whenever changes to asset valuations 

oranyo Msrooat changes have occurred or ere certain to occur a* a result of a change in 

owneruh ?. 


(b)ThoComraou ’ shall-. 

(1) Mali ain current accurate, and complete inventory records of assets and their coats; 

(2) Prov Ie die ACO or designated representative ready access to the rWxadS upon request? 


(3) Bobu a that all Individual and grouped assets, thdr capitalized values, cumulated 
depreda 1 on or omoitizsdon, and remaining useful lives are identified accurately before and aft or 
each of i « Contractor’s ownership changes; and 


(4) Rets I sod continue to maintain depreciation and amortisation schedules based on the astee 
records n wiaaiaed before each Contractor ownership change, 


(o) Hie Contract! i 1 shall include the substance or ffiis < 
meet the applied: |ity requirement of FAR 15A08(k)- 
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I». 52.2224 NOTICE TO THE GOVERNMENT OF LABOR DISPUTES (FEE 1997) 

If the Contractor has knowledge that any actual or potential labor dispute is delaying or threatens 
to delay die timely perfbnnaace of this contract, the Contractor shall immediately give notice, 
all relevant inf ormation, to the Contracting Officer. 


K-10. 52 <222*25 Affirmative Action Compliance ATRWM 

Tho offiror represents that - 

(o) It ha? developed end has cm fllek^Jbsa not developed end does not have on file, at each 

esttbwunnit, affirmative action programs required by the rules and regulations of the Sesetary of Labor 
(41 CFR 60-1 end 60-2); or 

fa) jx tiaa apt previously had oantrma subject to the written affirmative action programs requirement 

of toenflSTaal regulations of the Secretary of Libor. 


K-ll. 52322-12 PREVIOUS CONTRACTS AND COMPLIANCE REPORTS (FEB 1999) 
The Offeror represents that*- 

(a) ItYhas. £ ) Du not participated in a pervious conttswt or subo outre ft subject to 

the equal opportunity clause of this soHchatioo; 

I It ^ has, ( ) has not filed all required compliance reposts; end 


<W: 


(o) Representations indicating submissions of required compliance reports, signed by proposed by 
subcontractors, will be obtained before subcontract awards. 


K-12, 52323*13 Certification of Toxic Ch amleal Releaae Reporting OCT 1996 

(a) Submission of this certification la a. prerequisite fbr malting or entering into this oomract imposed by 
Executive Order 12969, August 6, 1995. 


(b) By signing this offer, tho offisror certifies that - 

(1) As the owner or operator offkciliries that will be used in the performance of this contract that 
arc subject to the filing sad reporting rcqiatrqmmta described in section 313 of the Emergency 
Planning and Community Right-to-Know A® of 1986 (EPCRA) (42 U.S-C. 1 1023) end section 
6607ofthc Pollution Prevention Act of 1990 (PPA) (42 U.S.C. 13106), the offeror will file and 
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ttattaw to file for such fhdlitira for foe lift of foe eojarsetfoe Toxic Chemical Release Inventory 
Fonn (Form R) as described to flections 3 J 3(a) and (g) of BPCRA and section 6607 of PPA; or 

(2) None ofite owed or operated totalities to be need to toe performance of to contract Is 
subject to too Pom R filing and reporting requirements because each such feedliftr is exempt tor at 
least one of toe following reasons: {Cheek each blade that is applicable.) 

(i) The todlity don not nonuftotore, process, ar otherwise use any toxic ehamieiils 

listed under section 313(c) of BPCRA, 42 U.S.C. 11023(c); 

fill The facility does not have 10 or more fWWme employees os specified to season 
313(b)(1)(A) of BPCRA, 42 U.S.C, UQ23(M(1XA); 

(ill) The facility does not meat toe reporting thresholds of toxic chemicals 
established under section 3 1 3(f) of BPCRA, 42 U.S.C, 1 1023(f) (including the alternate 
thresholds at 40 CFR 372.27, provided an appropriate certification form has been filed 
Drift EPA); 

(iv) The fteility does not foil witoto Standard Industrial Classification Code (SIC) 
designations 20 through 39 as set forth to section 19,102 of foe Federal A c quisit ion 
Regulation; or 

(v) The feollity is not located within any Seat® of toe United States, toe District of 

Colombia, toe Commonwealth of Puerto Rico, Guam, A meri c a n Samoa, toe United 
States Virgin Islands, too Northern Marians Islands, or any other territory or possession 
over which the United States has jurisdiction. 


It 13. 52 J25-.1 Buy American Act - Supplies. (JUN 2003) 

(1) For compoaenta purchased by toe Contractor, the acquisition cost, including transportation 
costs to the place ofincorporatioiv into the end product (whahre ar not such costs are paid to a 
d 0T n » rt r. flnn), and any applicable duty (Whether or not a duty-free entry certificate is issued); or 

(2) For re nr""*"** manufactured by the Contractor, all costa associated with toe manufoctare of 
toe component Including transportation costa as described to paragraph (1) of this definition, pins 
allocable overhead costa, but excluding profit Cost of component* docs not Include W «>»*» 
associated with toe manufacture of toe end product 


"Domestic end product" means - 

(1) Anunutttiuftetured end product mined or produced to the United States; or 

(2) An end product manufactured to the United States, if toe cost of its components mined, 
produced, or manufactured to toe United States exceed* 50 percent of toe cost of sll its 
romreup p+a Components of foreign origin of toe same class or kind as those that toe agency 
determines are not mined, produced, or maauftcturtd in sufficient aad reasonably available 
commercial quantities of a satisftctciy quality are treated as domestic. Soap generated, collected, 
and prepared for processing to too United States is censktored domestic. 

"End product" those articles, materials, and supplies to be acquired undo toe contract for public use. 

"Foreign end product" means an end product other than a domestic end product, 
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1 'United States" r" the SO States, (ho District of Colombia, ad outlying areas. 

(b) The Boy American Act (41 U.S.G iGa-lOd) provides a preference for domestic end products for 
supplies acquired for use m (he United States. 

(e) Qfflsron may obtain from the Conumlng Officer s list of foreign articles that the Contracting Ofilcar 
will trees U domestic for thin contract, 

(d) The Contractor sbjall deliver only domestic end prodncts except to the extent that it specified delivery 
of foreign end products in the provision of the solicitation entitled "Buy American Act • Certificate." 

X-14. 52.227*6 Royalty Information APR 1984 

(a) Cost or Charges for royalties. When die response to this solicitation contains costs or Charges for 
royalties totaling more th tin $250, (be following information shall be jnetoded in (he response relating to 
each separate item of royalty or license fee: 

(1) Name sad address of licensor. 

(2) Date of license agreement. 

(3) Patent number s, patent application serial numbers, or other basis on which (he royalty is 
payable. 

(4) Brief de scrip tion, Including my part or model numbers of each contrast hern or component on 
which the royalty is payable. 

(5) Percentage or dollar rate of royalty par unit, 

(6) Unit price of contract item. 

(7) Number of units. 

(8) Total dollar amount of royalties. 

(b) Copies of current licenses. In addition, if specifically requested by the Contracting Officer before 
exe cution of the contract, the offeror shall fomiah a copy of 6« cun-eai license agreement and an 
identification of applicable claims of specific patents. 


K-15. 


Foreign Ownership, Control, or Influence JUN1W8 


(e) Notwithstanding foe provisions of Section 3 oftheWSPOM, the Government toads to secure 
servi ce s or equipment ftom Aims which ere not under foreign ownership, control, or Influ e n ce (FOCI) or 
where any FOCI may, in the opinion of foe Government, adversely impact on security requirements, 
Accordingly, all Offeron responding to this HFP or initiating performance of a contract are required to 
submit a Standard Fora 328(&«narly known as DD 4418), Certificate Pertaining to Foreign Interests (or 
Update a previously submitted Forti 328), with thdr proposal or prior » contract performance, as 
appropriate. Standard Form 328 amri« should specify, where necessary, foe identity, nature, degree, rod 
impact of say FOCI on their organization or activities, « foe organization or activities of a subcontractor. 
Notwi thstanding foe limitation on contracting with sn Offeror under FOCI, foe Go venusoit reserves the 
right to eoa net with such Offerors under appropriate arrangements, when it determines that suoh contrsota 
will be in tbe best interest of the Govennnent, 
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(b) Hie Contractor ahull, in any ease in ttiridh it believes th&tfbroiga influence existe or is being sought to 
bo obtained avef its affairs, or the affairs of a Subcontractor, promptly notify the Contacting Officer of Oil 
tite pertinent ficts, even if such tnfhwnoe is not exerted to the degree specified in the NISPOM. 

(e) The Contactor shell promptly disclose to tfaa Contracting Officer any jpfetnutian pertaining to any 
interest of s FOCI nature in the Contractor or Subcontractor that bee developed at asp time during the 
contact's duration or hen subsequently come to die Contractor's mention. 
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K-16. 


Security Raqnlromeets * Software Certification 


JUN1998 


(a) The contractor oertiflea Hut it will undertake to ensure tbs* eny software to be provided or any 
Oovummant Fumiahed Software to be returned, under this contract will be provided or returned free from 
computer virus, which could damage, destroy, or maliciously alter software, firmware, or hardware, or 
which could reveal to unauthorized pars one any data or other tofatmariwii accessed through or processed 
by On software. 


(b) The contractor )> V >1 1 immediately inform the Contracting Officer when it has t rea so na bl e suspicion 
that any software provided or returned, to be provided or returned, or associated with the production may 
cause the barm described In paragraph (a) above. 


(o) If the contractor intends to include in the delivered software any computer code not essential to the 
con tractual requir email, this (ball be explained in fall detail to the Contracting Officer and Connoting 
Officer's Technical Representative (COTR). 


(d) The contractor acknowledges its duty to exercise reasonable care, to include tire following, in the 
course of contract performance: 


(1) using on a regular basis current versions of commercially available and-virus software to 
guard against computer viruses when introducing maintenance, diagnostic, ot other software into 
computers; end 

C2) prohibiting the use of non-contract related software on computers, especially from unknown 
or unreliable sources, 


K-17. S2.23H Cost Accounting Standard* Notices end Certification. (JtW 2000) ■ Alternate I (APR 1996) 

Koto; Tbit no tW does not apply to small bupmaasaa or foreign goveremads. This notice is in three parti, identified 
by Roman numerals I through in, 

Offerors shall examine each part and provide the requested information in order to determine Cc6t Accounting 
Standards (CAS) requirements applicable to any resultant contract. 

If the offeror is an educational institution. Part II does not apply unless tire contemplated contract Will be subject to 
flill or modified CaS coverage puiauant tp 48 CFR 9903,20 1 -2(c)(5) or 9903.201-2(cX6). respectively. 

I. Disclosure Statement • Cost Accounting Practices and Certification 

(a) Any contract in excess of $500,000 resulting from this solicitation will be subject to Ac requirements 
of the Cost Accounting Standards Board (48 CFR Chapter 99), accept for those contrasts which are 
exempt as specified in 48 CFR 9903.201-1, 

(b) Any offeror submitting s proposal which, if accepted, will result in t contract subject to tbs 
requirements of 4B CFR Chapter 99 must, as a condition of contracting, submit a Disclosure Statement as 
required by 48 CFR 9909.202. Whan required, the Disclosure Statement must be submitted aa a part of the 
offerer's proposal under tins solicitation unless the offeror bat already submitted a Disclosure Sta tement 
disclosing the praetioei used in connection with the pricing oftfais proposal. If an applicable D1 talc sure . 
Statement has already been submitted, die offeror may istiify the requirement for submission by providing 
the in for m ation requested in paragraph (o) of Part I of this provision. 
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Caution: In the absence of specific regulations or agreement, a prwtiee disclosed in a Disclosure Starnaott shall 
not, by virtue of sudh disclosure, be deemed to be a proper, approved, or agreed' to practice for pricing proposals or 
accumulating and reporting contract performance oost data. 

(o) Check the appropriate box below; 

[UK 1 ) Certificate of Conatrrent Submission of Disclosure Statement, The offeror hereby testifies that, os a part of 
the offer, eopiai of the Disclosure Statement have been submitted as follows! 

(i) Original end one copy to foe cognizant Administrative Contacting Officer (ACO) or 
cognizant Federal agency official authorized to act in font capacity (Federal official), as 
applicable; and 

(il) One copy to foe cognizant Federal auditor. 

(Disclosure must be on Form No. CASB DS»i or CASB DS-2, as applicable. Forms may bo obtained from foe 
cognizant ACO or Federal official and/or from the loose-leaf version of foe Federal Acquisition Regulation.) 

Date of DUdpaure Statement [Name and Adfoees of Cognizant ACO or Federal Official Where Filed:) 

The offeror Author cotifies that the practices used in estimating costs is pricing this proposal are consistent wifo foe 
cost accounting practices disclosed in foe Disclosure Statement 

[[ ]) (2) Certificate of Previously Submitted Disclosure Statement, The offeror hereby certifies foot foe required 
Disclosure Statement was filed as follows! 

Date of Disclosure Statement: [ ) 

Name and Address of Cognizant ACO or Federal Official Where Filed; [ ] 

The offeror further certifies that the practices used in estimating costs in prides this proposal are consistent with the 
cost accounting practices disclosed in the applicable Disclosure Statement, 

[[ ]] (3 ) Certificate of Monetary Exemption. The offeror hereby certifies Chet foe offeror, together with all divisions, 
subsidiaries, and affiliates under common control, did not receive net awards of negotiated prims contrasts and 
subcontracts subject to GAB totaling $50 million at more in foe copt accounting period Immediately preceding foe 
period in which this proposal was submitted, The offerer forfher certifies that if such statue changes before an award 
resulting from this proposal the offeror will advise the Contracting Officer immediately. 

[[ ]] (4) Certificate of Interim Exemption, Tho offeror hereby certifies that (0 foe offeror first exceeded the monetary 
exemption for disclosure, as defined in (9) of (bis subsection, In the oost accounting period immediately preceding 
the period in which this offer was submitted and (ii) in accordance with 48 CFR 9903,202-1, foe offeror is not yet 
required to submit a Disclosure Sttferamt The offeror further certifies that if an award resulting from this proposal 
has not been made within 90 days attar the end of that period, tho offeror will immediately submit a revised 
certificate to foe Contracting Officer, In foe form specified under subparagraph (cXl) or (cX2) of Fart I of this 
provision, as appropriate, to verify submission of a completed Disclosure Statement. 

[[ ]] (5) Certificate of Disclosure Statement Due Late by Educational Institution. If the offeror is an educational 
institution that, under the transition provisions of 48 CFR 9903.2024(f), is or Will bo required to submit a 
Disclosure Statement after re ceipt of this award, foe offeror hereby certifies that (check one and complete): 

[[]] (0 A Disclosure Statement Filing Doe Date of ( ] baa been established with foe cognizant Federal agency. 

[[ ]] (U) The Disclosure Statement will be submitted within the 5-mo nth. period ending [ ] months after re ce ipt of 
this award. 
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None and Address of Cognisant ACO or Federal OfSolaJ Where Disclosure Statement is to he Filed: [ ] 

Cau ti on; Offerer* currently required to disclose because they woe swarded a CAS-covoed prime contna or 
subcontract of $50 million or more in the current cost accounting period may not olafan this exemption (4). Further, 
the exemption ^jplieg only in connection with proposals submitted before expiration of the 90-day period 
following the cost accounting period in which the monetary coemption was wmeeded, 

II. Cost Accounting Standards - Eligibility fbr Modified Contact Coverage 

If the offerer is eligible to use the modified provisions of 48 CFR P903.201»2(b) snd elects to do so, the offeror 
shall Indicate by checking the box below. Cheeking the box below shall net " that the resultant contract is sub ject 
to fee Disclosure sad Consistency of Cost Aooounting Practices danse in lieu of fee Cost Accounting Standards 
elsvse. 

[[ ]] The offerer hereby claims an exemption from the Cost Acco unting Standards ejayse under fee provisions of 43 
CFR 9903-201-2(b) and eertiSoj feat fee offeror is eligible for use of fee Disclosure and Consistency of Cost 
Accounting Practices clause because during the cost accounting period preceding fee period in which 

this proposal was submitted, fee offeror received leu titan $50 million in awards of CAS- covered prime contracts 
and subcontracts. The offerer farther certifies that if suds status changes before an award resulting from this 
proposal, the offeror will advise the Contracting Officer immediately. 

Caution: An offeror may net claim fee above eligibility for modified contract coverage if this proposal is expected 
to result in the award of a CAS-eovered contract of $50 million or more or ill during its cur r ant cost accounting 
period, fee offeror has been awarded s single CAS- covered prime eantraet or subcontract of $30 or more. 

IQ. Additional Cost Accounting Standards Applicable to Existing Contracts 

The offeror shall indicate below whether award of the contemplated contract would, in aooordanco wife 
subparagraph (a)(3) of fee Con Accounting Standards danse, require a change in established cost accounting 
practices affecting existing contracts and subcontracts. 

Oywtnino 
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As prescribed in 23.906(a), insert the following provision. 1 


Certification of Toxic Chemical Release Reporting (Aug 2003 ) 

(a) Executive Order 13148, of April 21, 2000, Greening the Government through 
Leadership in Environmental Management, requires submission of this certification as a 
prerequisite for contract award. 

(b) By signing this offer, the offeror certifies that- 

(1) As the owner or operator of facilities that will be used in the performance of 
this contract that are subject to the filing and reporting requirements described in 
section 313 of the Emergency Planning and Community Right-to-Know Act of 
1986 (EPCRA) (42 U.S.C. 11023) and section 6607 of the Pollution Prevention 
Act of 1990 (PPA) (42 U.S.C. 13106), the offeror will file and continue to file for 
such facilities for the life of the contract the Toxic Chemical Release Inventory 
Form (Form R) as described in sections 313(a) and (g) of EPCRA and section 
6607 of PPA; or 


(2) None of its owned or operated facilities to be used in the performance of this 
contract is subject to the Form R filing and reporting requirements because each 
such facility is exempt for at least one of the following reasons: [Check each block 

that is applicable .] 

>£(i) The facility does not manufacture, process, or otherwise use any 
'toxic chemicals listed in 40 CFR 372.65; 

[ ] (ii) The facility does not have 10 or more full-time employees as 
specified in section 313(b)(1)(A) of EPCRA, 42 U.S.C. 11023(b)(1)(A); 

[ ] (iii) The facility does not meet the reporting thresholds of toxic 
chemicals established under section 313(f) of EPCRA, 42 U.S.C. 11023(f) 
(including the alternate thresholds at 40 CFR 372.27, provided an 
appropriate certification form has been filed with EPA); 

The facility does not fall within the following Standard Industrial 
Classification (SIC) codes or their corresponding North American Industry 
Classification System sectors: 

(A) Major group code 10 (except 101 1, 1081, and 1094. 

(B) Major group code 12 (except 1241). 

(C) Major group codes 20 through 39. 

(D) Industry code 491 1, 4931, or 4939 (limited to facilities that 
combust coal and/or oil for the purpose of generating power for 
distribution in commerce), 

(E) Industry code 4953 (limited to facilities regulated under the 
Resource Conservation and Recovery Act, Subtitle C (42 U.S.C. 
6921, etseq.), or 5169, or 5171, or 7389 (limited to facilities 
primarily engaged in solvent recovery services on a contract or fee 
basis); or 

[ ] (v) The facility is not located in the United States or its outlying areas.. 

(End of provision) 


